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LIMITED OFFICIAL USE TANANARIVE 0506 

E. O. 11652: DECON 4/13/74 
TAGS: ENRG, ETRD, MA 

SUB J : VOHITRA ROGEZ HYDROELECTRIC PROJECT 
REF: TANANARIVE 0503 

1. PLEASE PASS FOLLOWING TO GUY DE SPEVILLE, KAISER 
ENGINEERS AND CONSTRUCTORS, INC., MIDDLESEX. TELEPHONE 

( OI) 892-4433. QUOTE: CHIEF OF ENERGY SERVICE RAKOTOARIVELO 
HAS INFORMED EMBASSY THAT MINISTER OF ECONOMY AND FINANCE 
RAMAROSON SENT LETTER TO KAISER ENGINEERS ABOUT TWO WEEKS 
AGO INDICATING MALAGASY GOVERNMENT' S INTEREST IN RECEIVING 
FINANCING PROPOSAL FOR ROGEZ PROJECT. WOULD APPRECIATE 
KNOWING WHETHER KAISER HAS RECEIVED LETTER FROM RAMAROSON 
AND WHETHER IT MEETS KAISER' S CURRENT NEED. UNQUOTE. 

2. WE WOULD APPRECIATE IT IF EMBASSY LONDON COULD ALSO 
INFORM DE SPEVILLE OF JAPANESE AND YUGOSLAV INTEREST IN 
ROGEZ PROJECT OUTLINED REFTEL. 

MENDENHALL 
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